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Building Planning Staff 


Areas of interest by assignment: 


OSP-NPIC Site Selection 
Adjusted Master Plan 


Agency Space Requirements 
NPIC Problems if they are to remain ae: increased 
requirements to support EOI 


Data Com Center 

Data link requirements of NPIC/CRS/OCS 

ACT Phase II 

Computer consolidations - OCS, J ORD, crs 25X1A 
BPS focal point on all data/data link requirements. 


1. 
2s 
3. 


Reconfigure Hqs utilities requirements for the revised Master Plan 
Maintain follow-up on the "As Is" utilities survey 

Re-evaluate road network at Hqs in view of the Master Plan and the 
new Hqs reception area. 
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Reexamine possible savings posture vis-a-vis NPIC/EOI and the 

revised Master Plan 

Obtain up-to-date space requests in recomputing consolidations, particularly 
Magazine Building and Headquarters. 

Re-evaluate and analyze parking requirements 

OSP-NPIC site selection 

OSP/NPIC basic requirements 


OSP-NPIC site selection 

OSP-NPIC basic requirements 

Obtain requirements for the new entrance reception area 
Traffic control schematic for Headquarters 

Obtain data on moving sidewalks 


Pneumatic tube extension from Headquarters to PSB 
Make models for the new revised Master Plan. 


GROUP 4 

Excluded tram automatic 
downgrading and 
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1. Reassess traffic patterns based on revised Master Plan 

2. Recalculate cafeteria requirements in light of the revised Master Plan 

3. Obtain and compute all data necessary to support classified waste 
disposal problems in connection with NPIC-EOI & revised Master Plan 

4. Re-evaluate the necessity of the 4th entrance for the Hgs facility 
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1. Develop elevations and cross sections of the Master Plan in re Hqs 
2. Develop internal designs for the tunnel connection between Hqs and PSB 
3. Artist renderings in support of the revised Master Plan 
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